





eee 


eT 


oy 
a 










\ 


ELECTRICAL KNOW HOW" 


HERE’S HOW: Fabrication 


of the entire steel framework 
was performed by G-E arc weld- 
ing, including innovations in 
arc-welded column construction 
which reduced weight without 
sacrificing strength. 


HERE’S HOW: General Elec- 


tric factory-assembled unit  sub- 
stations can be purchased as a ; 
‘“‘package,’’ with all parts fully : — ee ae 
co-ordinated for quick, easy installa- = — HERE’S HOW: A new ss series-mul 
tion near the centers of electrical 3 ‘ relay introduced by G.E., when actuate 
load areas. he one series circuit, de-energizes adjacent! 
’ of multiple circuits, thus instantly “ps 
along’’ the blackout action to the othe 


== —— 


Cy ( — | can) HERE’S HOW: An electric 


instrument, designed specifically 


for the purpose by G-E engineers, 
enables the pilot—by a quick 
glance at his instrument panel 
to determine the exact position of 
landing gear and wing flaps at all 
times 
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WPB Power Branch Policies 
UnchangedunderNewHead 


Herbert S. Marks, assistant general counsel, is made acting director 


of the division as J]. A. Krug resigns to be deputy director 


of operations in charge of priority control 


Policies, administration and staff of 
the WPB_ power division will remain 
unchanged in the shift of the top men 
which took place this week. This is the 
statement to ExLectricAL Wortp by 
Herbert S. Marks, who steps into the 
vacancy created by the promotion of 
J. A. Krug to be WPB deputy director 
of operations in charge of Priority 
control. 


Acting Director 


Mr. Marks, who as assistant general 
counsel for WPB was the power divi- 
sion’s attorney, has been Mr. Krug’s 
closest adviser on operations and_poli- 
cies of the power unit during the entire 
period of more than a year under the 
Krug administration. He has several 
times been in temporary charge of the 
division during the chief’s absence. 

“The power division will continue to 
operate as it has been operating.” Mr. 
Marks said. ‘Policies, administration 
and staff will remain unchanged.” 

Mr. Marks is designated as acting 
director of the division and will retain, 
for the time being at least, his legal 
post with WPB. It is evident, however. 
that the appointment is more than a 
temporary stop-gap assignment and 
that it appears likely to become perm- 
anent. 

Evidence of the continued growth in 
stature of the power division is seen in 
the plan to keep the unit completely 
autonomous in the regrouping of WPB’s 
several score industry and commodity 
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branches which is being worked out on 
the heels of appointment of staff assist- 
ants to Amory Houghton (Corning 
Glass). who became director general 
of WPB operations in the recent WPB 
realignment (ELecrricaL Wortp, July 
18, page 3). 

The power division is not to be 
grouped with any other branch and 
will report to Mr. Houghton through 
\. I. Henderson, who was shifted from 
the director of the abolished materials 
division to deputy director general 
under Mr. Houghton. Many of the 
commodity and industry branches are 
to be bunched into related groups and 
report to Mr. Henderson 
deputies. 


through 


Krug to Priorities 


Elevation of both Mr. Krug and Mr. 
Marks to bigger jobs is labeled by 
WPB top officials as “earned promo- 
tions.” In his new assignment, Mr. 
Krug has the responsibility of direction 
and administration of all priorities pro- 
cedures. including the implementing 
and enforcing of the programs and 
policies established by J. S. Knowlson, 
(Stewart-Warner) WPB vice-chairman, 
for the distribution of scarce materials 
to supply military, industrial and es- 
sential civilian needs. He replaces C. H. 
Matthiessen. Jr.. who has been made 
Mr. Houghton’s assistant. 

Mr. Marks takes over all the author- 
ity which Mr. Krug had as head of the 
power segment of the war agency. He 
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is a graduate of Harvard Law School, 
Class of 1932, and formerly was secre- 
tary to U. S. Circuit Court Judge Mack, 
assistant general counsel for the Ten- 
nessee Valley Authority, general coun- 
sel for the Bonneville Power Adminis- 
tration and a member of the legal staff 
of the Associated Gas & Electric Sys- 
tem trustees. He joined WPB in March 
of 1941 as assistant to John Lord 
O'Brian, who at the time was general 
counsel for the Office of Production 
Management. 





UP LIGHTING—One of the great difficulties 
in airplane production has been the light- 
ing of underside parts. This was solved 
in the new giant bomber plant of the Con- 
solidated Aircraft 
Southwest by using a white cement on 
the floor having a refleciion factor of 44 


percent. The Austin Company which built 


Corporation in the 


the structure and was responsible for the 
design of the lighting system provided 35 
foot-candles of lighting on the main as- 
sembly floor and not 25 foot-candles, as 
was erroneously repcried in the July 25 
issue of ELECTRICAL WORLD in which 
this rec.ified fluorescent installation was 
described 
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This Week's 


News Briefs 





Botu Sears, Roesuck AND Mownvr- 
GCOMERY WARD have issued their fall 
and winter catalogs and the impact 
of the war on consumers’ goods is re- 
flected in their pages. Biggest casualty 
is electrical appliances. Sears lists no 
ranges, washers, radios, fans, refrigera- 
tors, toasters or irons. Only battery 
radios are offered. Ward’s, on the other 
hand, must have stocked up because 
many of the smaller items missing from 
the Sears’ catalog are included in the 


Ward book. 


(N EXHIBIT designed to aid in the 
evaluation of luminescent materials has 
been set up by the technical committee 
of the New York Paint and Varnish 
Production Club at the headquarters of 
the National Paint, Varnish and Lac- 
quer Association, 1500 Rhode Island 
Avenue, N.W., Washington, D. C. 


THe ConcorpiaA ELectrric Coopera- 
TIVE, INc., of Ferriday, La., has acquired 
76 miles of distribution lines formerly 
owned by the Ouachita Ice & Utilities 
Co. Price paid for the lines was not 
disclosed. 


A British Court or AppEAts has re- 
versed a lower court ruling that a mu- 
nicipality should pay for street lighting 
even though lights were off for black- 
out compliance. The unavoidable-cause 
clause was the crux. Case will be ap- 
pealed to House of Lords. 


INDIANA Service Corp., Fort Wayne 
has entered 141 vehicles and 197 drivers 
in the Chamber of Commerce inter-fleet 
safety contest, the largest fleet in the 
competition. 


FOLLOWING AN ORDER FROM PReEsI- 
DENT FRANK J. McLaucuuin of the 
Puget Sound Power & Light Co.. 
Seattle, that every item of rubber not 
vital for practical operation of the com- 
pany be donated to the rubber-collec- 
tion drive, more than 35,000 lb. of 
scrap rubber were turned in through 
company channels. Company cars and 
trucks provided 393 floor mats, and a 
combing of offices yielded floor strips, 
chair pads, desk mats and many other 
articles. 


GENERAL ELECTRIC OFFICIALS at Sche- 
nectady have disclosed what they think 
may be a record for speedy delivery of 
vital Navy equipment to the other side 
of the world. At 6 P.M. on a recent 
Thursday an order was received at an 
eastern G.E. factory for equipment re- 
quired by a U. S. warship near Aus- 
tralia. As many workers as could be 
employed efficiently worked all that 


4 (370)? 


night and all the next day and night to 
assemble the equipment. Escorted by 
police, it was rushed to a nearby air- 
port and flown westward, arriving in 
San Francisco on Sunday. On Wednes- 
day, six days after the order had been 
received, a bombing plane landed the 
equipment at its Pacific destination, 
more than 10,000 miles from the fac- 
tory where it originated. 


Pusiic SeRvicE CoMPANY OF NortH- 
ERN ILLINOIS, as a contribution to the 
government's “buy coal now” drive, has 
increased the coal reserves at its gener- 
ating stations to an all-time high of 
350,300 tons. This amount is consid- 
ered sufficient, for example, to operate 





the company’s Waukegan generating 
station at top capacity for 120 days. 
The government has asked coal con- 
sumers to buy their coal during the 
summer months in order to release coal 
cars for war traffic should a pinch in 
transportation develop next winter. 


AWARDS FOR CONTINUOUS SERVICE 
with the Arkansas Power & Light Co. 
were presented by officials of the com- 
pany at the mid-year meeting of all 
employees of the eastern division held 
at the Wynne water plant park. Em- 
ployees of the Wynne office were hosts 
at a fish fry for coworkers. Emblems 
representing fifteen years of continuous 
service were awarded to two employees; 
one employee received a ten-year serv- 
ice pin and emblems representing five 
years service were awarded to seven 
employees. 


TVA WILL BEGIN CONSTRUCTION of 
four public freight terminals on the 
Tennessee River as a result of con- 
gressional approval of the TVA appro- 
priations bill. The terminals will be 
built at Knoxville and Chattanooga, 
Tenn., and Guntersville and Decatur, 
Ala., at an estimated cost of $600,000. 
Traffic on the Tennessee, the authority 
said, is expected to reach 200,000,000 
ton-miles by 1945. 


No Power Shortage 
For War, Krug Says 


War production in the United States 
will not be crippled by a shortage of 
electric power, according to J. A. Krug, 
chief of the power branch of the War 
Production Board. “We have sufficient 
electric power,” he said, “to meet all 
the requirements of war production and 
for essential civilian needs, if used 
wisely, as far as we can see ahead.” 
Some local shortages probably would 
occur, however, he pointed out, neces- 
sitating curtailment of local consump. 
tion. 

Mr. Krug’s statement followed the 
release of a survey of power productive 
capacity by the Brookings Institution 
which predicted an eventual power 
shortage “sufficient to impede the war 
production effort” unless “conservation 
and more effective power utilization is 
undertaken in the immediate future.” 
The survey, which was given wide pub- 
licity in the press, said that “in spite 
of all the efforts that may be put forth 
in the technical and administrative field, 
and with the curtailment of domestic 
consumption, the existing generating ca- 
pacity will be unable to meet the added 
requirements of war industry by 1944.” 
The Brookings report was prepared by 
Dr. Louis Marlio, French economist and 
engineer, now a member of the Institu- 
tion’s staff. 

The improved power outlook cited by 
the WPB power branch chief was at- 
tributed to rains that have built up the 
reservoirs behind the great hydro dams, 
to the generator production program, 
and to extensive interconnections and 
adjustments for the output and trans- 
mission of power. In the South, he 
said, there now are 2,000,000,000 more 
kilowatt-hours of power in hydro reser- 
voirs than at any time last year. In the 
Southeast and far West, centers of 
aluminum and war plane production, 
the outlook was especially bright, Mr 
Krug said. 


FWA Grant Speeds 
Jacksonville Tie-in 


A Federal Works Agency grant of 
$475,000 has been made to the city of 
Jacksonville, Fla., to assist the city in 
making a temporary interconnection be- 
tween the Jacksonville municipal! plant 
and the Florida Power & Light o.s 
lines at Baldwin, according to utilities 
commissioner George A. Pierce of Jack- 
sonville. The tie-in was approved by the 
FPC May 21 as an emergency powel 
supply to the United States Naval Ait 
Station. 
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WPB Tightens Curb 
on Electric Motors 


New electric motors will be available 
from now on only for the most important 
war and civilian requirements, WPB an- 
nounced last week. Other applicants 
will have to get along with used equip- 
ment, of which there is an ample sup- 
ply, the Board said. 

At the same time, in a broad move 
to conserve materials, production ca- 
pacity and manpower in the electrical 
goods manufacturing industry, the elec- 
tric motor and control section of the 
general industrial equipment branch of 
WPB, announced it was requesting 
manufacturers to undertake a voluntary 
simplification program covering types 
and designs of motors. “Overloading” 
of present equipment, beyond its rated 
capacity will be an integral part of this 
program. 

“This double attack on the threatened 
shortage of electric motors is tied di- 
rectly to the requirements of the war 
production program,” the WPB an- 
nouncement said. “At least 90 percent 
of the new electric motors currently be- 
ing produced are tagged for the Army, 
Navy and Maritime Commission and 
war plants producing the most urgent 
equipment. For some months, WPB has 
not granted priority assistance to would- 
be purchasers of new electric motors un- 
less they were within the “essential” 
classification. Policy has been to reject 
such applications pending a search by 
the applicant for a second-hand motor 
which would answer the purpose. 

The government is making a check of 
used motors available for industrial pur- 
poses and, with the aid of surveys made 
by other agencies, is compiling a list at 
the rate of 1,000 motors a day, accord- 
ing to type, horsepower, etc. The war 
agency expects to have a record of 300,- 
000 motors eventually. To assist in the 
task, WPB has asked that owners of 
motors adapted to commercial purposes 
communicate with the Conservation Di- 
vision, Used Equipment Section, giving 
all relevant information. The section 
will then index the motor to simplify 
the task of finding the right kind of 
equipment. 


Repair Courses Popular 


The success of the summer classes in 
appliance repair training, conducted 
under the auspices of the Duquesne 
Light Co., Pittsburgh, has resulted in 
‘concerted demand by dealers that the 
‘raining classes be carried on during the 
tall, according to officials of the com- 
pany. In addition, the classes will be 
*xtended to include McKeesport and 
Beaver Falls, as well as Pittsburgh. 


P-46 May be Extended 
for Fourth Quarter 


WPB’s final decision not yet announced, but fourth quarter Production 
Requirements Plan applications must be filed by Aug. 10 — 
P-46 amendment eases rule on service extensions 


The utility maintenance priority or- 
der, P-46, is almost certain to remain in 
effect at least through the fourth quar- 
ter of this year, despite planned expan- 
sion of the scope of the Production Re- 
quirements Plan. 

Final decision to extend P-46 beyond 
September 30, the present expiration 
date, has not been reached within the 
War Production Board, but announce- 
ment was made this week that fourth 
quarter PRP applications must be filed 
by August 10. Inasmuch as the PD-25A 
form upon which application is made 
requires painstaking tabulation of quan- 
tities of scores of metals and other ma- 
terials which are to be needed during 
a forthcoming quarterly period, it seems 
unlikely that an attempt to alter the 
utility procedure will be made at this 
time. 


PRP Procedure Must Rule 


WPB also announced that, for the 
fourth quarter, PRP will continue to be 
a mandatory procedure to be followed 
by manufacturing firms using $5,000 or 
more worth of metals on a revised list 
of “control” materials. Concerns using 
PRP must obtain all their materials un- 





DETROIT EDISON DESIGN CONFERENCE—To settle problems of plant expansion and 
similar questions, Detroit Edison Co. has developed a design conference as a war 
measure to help speed solutions. Above is a typical meeting. Seated, 1. to r.: R. E. 
Greene, J. W. Parker (chief engineer), P. W. Thompson (project engineer), S. M. Dean, 
G. B. Helmrich and J. C. Thornton. Standing: S. Crocker, F. A. Compton (purchasing 
agent), A. Rasmussen, G. Allen, E. L. Nugent, C. S. Turner, C. M. Drake, J. O. Blair, 
J. A. Blecki and R. Mason. Here, in one group, are the company’s top-flight designers, 
engineers and executives who meet at least once a week to help keep Detroit Edison 


der the ratings assigned on their PRP 
certificate and are limited in the volume 
of purchases to the amount of materials 
authorized on that certificate. Deter- 
mination of the percentage of individual 
materials requests which are to be au- 
thorized is made by the WPB require- 
ments committee after balancing the 
total amount of materials applied for 
on PD-25A forms with the total supply 
on hand, and weighing the relative 
urgency of the requests of particular 
industries. 

There has been discussion of split- 
ting some operational (as distinct from 
manufacturing) industries to put con- 
cerns using more than $5,000 worth of 
materials quarterly under PRP and 
leave smaller concerns under their ex- 
isting orders. This is most likely in the 
mining, smelting and chemical indus- 
tries—but at present appears unlikely 
in the utility industry. 

Meanwhile, P-46 was amended this 
week to permit utilities to make service 
extensions for the Army, Navy and Mar- 
itime Commission upon direct order 
from these agencies, without clearance 
through Washington, so long as the ex- 
tension does not exceed 250 feet nor 


ahead in meeting industry’s demands 
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cost more than $1,500 underground or 
$500 overhead. Purpose of the relaxa- 
tion of the no-extension-without-prior- 
approval ban is to permit quick connec- 
tion of temporary barracks or other 
emergency wartime patrol quarters, 
many of which are being established at 
danger spots in the country. 


Tri-Cities Utilities 
Pushing Dissolution 


Tri-Cities Utilities Co. and Associated 
Electric Co., its parent, have applied to 
SEC for permission to complete trans- 
actions it has entered into in relation 
to the dissolution, under the Holding 
Company Act, of the Kentucky proper- 
ties of the Associated Electric Co. and 
its subsidiaries. 

Tri-Cities recently sold certain water 
production and distribution properties 
to the city of Mayfield, Ky.. for approxi- 
mately $400,000. It is anticipated that 
Tri-Cities will make other similar dis- 
positions of assets. In order to make 
distribution to its parent, Associated 
Electric Co.. of the proceeds of such 
sales, Tri-Cities proposes to reduce its 
capital stock from time to time through 
the purchase and retirement of common 
stock at its par value in amounts equal 
to the cash available for such purposes. 
Total Tri-Cities capitalization consists 
of common stock. 

Associated Electric indicated that it 
proposed to use the cash received from 
Tri-Cities for (1) the purchase of As- 
sociated Electric bonds, (2) the pur- 
chase of stocks and bonds of sub- 
sidiaries, (3) for advances or contribu- 
tions to subsidiaries. 


SEC Dismisses 
Midland Action 


The SEC has dismissed proceedings 
it had instituted on Oct. 30. 1940, 
against Midland United Co., Public 
Service Co. of Indiana, Central Indiana 
Power Co., Terre Haute Electric Co. 
and Northern Indiana Power Co., di- 
recting them to comply with Section 
11 (b) (2) of the Holding Company 
Act. 

“These companies having  subse- 
quently filed a plan of reorganization, 
consolidation and recapitalization, which 
among other things, resulted in the 
creation of the Public Service Co. of 
Indiana. Inc., and the dissolution of all 
said companies except Midland United 
Co..” the commission’s order of dis- 
missal said, “such filing as amended 
having been approved by the commis- 
sion, it now appears that the problems 
raised by the proceedings have been 
satisfied.” 
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A-1 Rating Given 
Indiana 50,000 Kw. Unit 


Work starts on new No. 5 generator, boiler and auxiliary equipment at 
Dresser plant of Public Service Co. of Indiana — chief 


engineer Trainor sees sufficient power for ‘42 


Public Service Company of Indiana 
expects to have enough power this year 
to take care of war industries as well 
as normal civilian requirements. chief 
engineer J. J. Trainor is reported to 
have stated in Indianapolis recently. 
However, he warned that it would re- 
quire “every kilowatt hour we can pos- 
sibly scrape together. 


New 50,000 Kw. Unit Started 


“With present purchased power con- 
tracts, new plant construction and emer- 
gency short-term generating capacity,” 
he said, “we expect to have a total of 
278.000 kw. of capacity available for 
the record-breaking needs of the com- 
ing winter. Thus, with only a slight 
overloading of our facilities. we should 
be able to handle satisfactorily the peak 
demand of 280,000 kw. which, accord- 
ing to present indications, will occur 
some time next December. It will be a 
close shave. all right. but we will make 
it—and it’s a pretty safe bet that there 
will be no need for rationing power 
consumption in our territory this year.” 

Trainor’s statement came on the heels 





CONCRETE BLOCKS FOR PROTECTION—A midwestern uiility company has built 4 pro- 


of a company announcement that ex. 
cavation for the foundation and _ sub. 
structure of a new 50,000 kw. electric 
generating unit, to be installed at Dres. 
ser Station, near Terre Haute, Ind.. was 
to start late in July. Installation of the 
new generator, boiler and auxiliary 
equipment, originally ordered last No- 
vember, has been delayed because of 
the government's diversion of turbines 
and critical steel supplies to primary 
war purposes. Not so very long ago, 
however, the War Production Board 
gave its blessing to the project and 
granted an A-l preference rating for 
the necessary steel so that the work 
could proceed with all possible speed. 
Similar in capacity and general design 
to unit No. 4, a 50,000 kw. unit which 
was placed in service at Dresser a 
little over a year ago, the new unit 
will be housed in an_ extension on 
the north side of the plant building 
and its operation integrated with the 
present equipment. Due to be completed 
about Nov. 1, 1942, No. 5 unit will in- 
crease the station’s generating capacity 
to 175.000 kw. The estimated cost. in- 
cluding buildings. generators. boilers 


. ” ” te 
iec.ing wall a:ound this transformer staiion, composed of “Celocrete” hollow concre 


blocks; filled with sand. Police tgsts (see insert) have proved that bullets fired from 


; v3 e 
high-povre-ed rifles will not pene‘rate a 12-in. wall of these blocks and, in addition, th 
wall is impervious to machine gun fire 
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and other accessories, is $4,345,000. 

Asked if the new unit at Dresser will 
relieve the shortage, Trainor indicated 
that the situation in 1943 would “de- 
pend not only on the actual installation 
of additional generating capacity, but 
also on the amount of additional power 
made available through interconnection 
now under construction or soon to be 
built. 

“The WPB has recognized the vital 
importance of increased generating ca- 
pacity by granting us top priority rat- 
ing.” Trainor pointed out, “for the steel 
and other materials needed for the 
construction of the new 50.000 kw. unit 
No. 5 at Dresser station. When this ma- 
chine is put in operation about Nov. 1, 
1943. we will have available an addi- 
tional 51.000 kw. that will give us a 
reserve of 3,000 kw. of capacity over 
next years estimated demand of 322.- 
000 kw.” 


Utility Starts Tie 
Line to Gainesville 


Florida Power Corp., in cooperation 
with the federal government in a move 
to strengthen the defense plans of the 
state, is proceeding with the construc- 
tion of a 66-kw. tie line between its 
Gainesville substation, outside the city 
proper and the city-owned substation 
in Gainesville. 

This line will permit the re-trans- 
mission of large blocks of power to a 
new air base being developed in Florida. 
In addition, it will serve as an emer- 
gency or stand-by source of supply for 
the City of Gainesville. 


FPC Postpones 
Furman Shoals Hearing 


The Federal Power Commission has 
announced the postponement, from Aug- 
ust 3 to September 14, of hearing on 
the Georgia Power Co.’s declaration of 
intention to complete construction of its 
Furman Shoals hydroelectric project on 
the Oconee river. Place of the hearing 
was also switched from Macon to At- 
lanta’s Federal Building. 


Birmingham Electric 
Valued at $22,225,120 


The \labama public service commis- 
a has a “rate base” valuation of $22.- 
“49.120 on the properties of the Birm- 
igham Electric Co., which bond brok- 
ts are seeking to sell to the city or 
“ounty for a reported $28.000.000 for 
public operation of the utility. 

Jefferson county commission president 


R. H. Wharton made public a letter 
from I. F. McDonnell, chief of the com- 
mission’s bureau of utilities, disclosing 
the figure as the commission’s value of 
the properties for “rate-making  pur- 
poses.” At the same time, Wharton 
revealed that SEC and other federal 
regulatory bodies had placed no value 
on the property. 


Quebec Lists New 
Power Projects 


The Quebec Running Streams Com- 
mission, under Oliver Lefebre, its presi- 
dent, will undertake important projects 
in different parts of the province dur- 
ing 1942 to increase electric power 
output to war industries. Cost of the 
new projects will be about $2,000,000, 
Mr. Lefebre said. 

Diversion of part of the Megiscane 
river, in northwestern Quebec, to in- 
crease the power development of the 
Gouin reservoir on the St. Maurice 
river, will cost approximately $800,000, 
Mr. Lefebre said. It will create a 
permanent power development of 70,000 
hp. to be utilized chiefly by the war 
industries of the region. 

The commission will also construct a 
dam at Lac Morin, to divert its water 
into the Riviere du Loup river, in 
Kamouraska-Riviere de Loup county. 
to increase the power development for 
local industries, at a cost of $350,000. 
It will replace the old wooden dam on 
the Metis river. below Quebec, with 
a concrete one, at an approximate cost 
of $200,000. All the above amounts 
have been voted by the Quebec 
legislature. 

Preliminary work to develop more 
power at the provincial plant of the 
Abitibi region, in the township of 
Landenet. is now being undertaken. 
The plant now sells about 16,000 hp. 
to the Normanda Mines, Ltd., Mr. 
Lefebre explained, but could develop 
twice that amount if necessary. In 
the near future, he indicated, the plant 
may secure other clients because of 
the probable withdrawal of the On- 
tario Hydro Commission from the 


region. 


Coal Stocks at New High 


Electric utility power plants con- 
sumed 5.431.178 tons of coal in June, 
according to a report issued by the 
Federal Power Commission. The com- 
mission also reported that the coal 
stocks of electric utility power plants 
as of July 1 were the highest in history, 
being 63.3 percent over the same date 
last year. 
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Completes 594-Mile 
Grid in Northwest 


Bonneville Power Administration’s 
594-mile 230,000-volt transmission grid 
in Washington and Oregon was com- 
pleted last week when the final section 
of transmission line between Grand 
Coulee dam and Covington, Wash., was 
energized, Bonneville Administrator 
Paul J. Raver announced. 

The 230,000-volt loop joins Grand 
Coulee dam, Bonneville dam, the Port- 
land-Vancouver industrial area and the 
Puget Sound industrial area. Construc- 
tion on the Grand Coulee-Covington sec- 
tion was started in July, 1941. Total 
cost of the line was approximately 
$3,599,000. 


United Light Asks 
SEC for Year's Stay 


The SEC has set Aug. 3 for a hear- 
ing on the petition of the United Light 
Power Co. and three subsidiaries for a 
one-year extension of time to comply 
with a commission order directing them 
to dispose of certain properties in con- 
formance with the provisions of the 
“death sentence” clause of the Holding 
Company Act. The subsidiaries are the 
United Light & Railways Co., the 
American Light & Traction Co. and the 
Continental Gas & Electric Corp. 

The hearing is scheduled for one day 
before another hearing on United’s ap- 
plication for approval of final steps in 
the holding company’s plan for dissolu- 
tion (ExectricaL Wortp, July 18. 
page 9). 


Ogden Corp. 
Reports Progress 


Further progress has been made dur- 
ing the first six months of 1942 in the 
program of the Ogden Corp., compris- 
ing sales of investments in, and the 
liquidation, reorganization and integra- 
tion of subsidiary companies, according 
to a recent semi-annual report to stock- 
holders by B. H. Brewster, president. 

Major developments in the period 
included the sale of the electric prop- 
erties of the Laclede Gas Light Co. and 
the Laclede Power & Light Co. to the 
Union Electric Co. of Missouri for $8.- 
600,000. Another important step was 
the sale of the properties of the 
Missouri Electric Power Co. 

Net income for the first six months 
of 1942 was $112,276, as compared to 
$79.861 for the corresponding period 
in 1941. 
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SEC Orders International 


Hydro-Electric Dissolved 


Corporate simplification provision invoked against top holding com- 
pany controlling $600,000,000 utility empire — Hearings 
already held on New England Power 


Declaring that its corporate existence 
serves no useful purpose, the Securities 
and Exchange Commission entered an 
order recently directing that the Inter- 
national Hydro-Electric System, top 
holding company controlling a $600,- 
000.000 utility empire in five New Eng- 
land states and Canada, “embark on a 
program of liquidation leading to disso- 
lution.” The order was entered unde 
the corporate simplification provisions. 
Section 11 (b) (2) of the Holding Com- 
pany Act. 

In its order, SEC held that the cor- 
porate structure of International unduly 
complicates the structure of its holding 
company system. In view of the com- 
pany’s place in a highly pyramided 
structure and the inability of the sub- 
sidiary holding companies to support 
and maintain International, as demon- 
strated by earnings. dividend record 
and cash position, SEC found that the 
continued existence of the company 
“serves no economic purpose and per- 





FIRM FOUNDATIONS—Construction of Boston Edison’s new steam-generating station 
on the Mystic River, progresses steadily, foundation work now being well advanced. 
The initial unit to be installed will have a capacity of 50,000 kva. and will operate at 
1,200 psi. with hydrogen cooling and l-in. mercury back pressure, condensing, 
will be supplied for the first unit by a single 430,000-lb.-per-hour boiler designed for 
both pulverized coal and oil firing. Work was started at this new tidewater power site 


forms no useful function.” 

International Hydro-Electric, SEC 
found, consists of three separate and 
substantially independent parts. One 
part is the New England Power Associa- 
tion, a holding company which controls 
utilities operating in Massachusetts, 
Rhode Island, Connecticut, Vermont 
and New Hampshire. A second part 
consists of properties held by the Gati- 
neau Power Co. operating in the prov- 
inces of Quebec, Ontario and New 
Brunswick, Canada. The third part of 
the system consists of four subsidiaries, 
two of which engage principally in the 
generation of hydro energy sold at 
wholesale. 

The commission held that the record 
clearly indicated that the consumers 
would not be adversely affected if the 
relationship between International and 
its subsidiaries were severed, and that 
the three groups of companies under 
International derive no real benefits 
from their position as subsidiaries. 
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Steam 


International Hydro, as of Dec. 3]. 
1941, had investments in capital stocks 
of subsidiary companies aggregating 
$79,768,414 and, in addition, had other 
investments in subsidiaries to bring the 
total to $85,739,124. The capitalization 
of International Hydro itself, including 
$26,568,000 of 6 percent debentures. 
due 1944, totals $86,798,744. This 
amount also includes an earned surplus 
deficit of $10,433,009, a paid-in surplus 
of $42,084,277, and a capital surplus 
of $21,567. 

The last dividend paid by the system 
on its preferred stock was in 1934 and 
the last on the class A stock in 1932. 
no dividends have ever been paid on 
the previously outstanding class B and 
common stocks. 


Cites Work to be Done 


In its opinion, SEC points out that 
considerable work must be done in the 
system before the program can be con:- 
pleted. Hearings with respect to com: 
pliance with the Holding Company Act 
have already been held by the subsidi- 
ary holding companies of the New 
England Power Association, SEC said. 
and as a result adjustments in the sys. 
tem of that company will probably be 
necessary. Other adjustments may be 
necessary in the New York group, it 
was said, and these may have to be 
worked out before International is 
finally dissolved. 

Irwin L. Moore, president of Inter- 
national Hydro, commenting on the 
SEC order, said that the company would 
file a plan “very soon” and that the 
plan would provide, among other things. 
“for the distribution of the assets of 
Hydro to its security holders as soon 
as such assets are in a suitable form for 
distribution.” 


Seeks FPC License 
For York Haven 


The Federal Power Commission has 
received an application from Metro 
politan Edison Co. for a federal licens 
covering its existing York Haven hydro 
electric development, located on the 
Susquehanna river about 17 miles below 
Harrisburg, Pa., and upstream from the 
Safe Harbor plant, operated unde! 
Federal license by the Safe Harbor 
Water Power Corp. and the Holtwood 
project, for which Pennsylvania Wate! 
& Power Co. filed application last May. 

Original installation of the projet! 
was completed in 1904, and the preset! 
installed capacity is 19,620 kw. at 
80 percent power factor. Metropolita? 
Edison is a subsidiary of NY PA N) 
Utilities Co., an Associated Gas & Elec 
tric subsidiary. 
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Assails Bone Bill 


as “Socialization” 


Charging that the money patriotic 
citizens invested in war bonds will be 
used by the federal government for the 
socialization of the power industry in 
the Northwest, Z. E. Merrill, president 
of the Mountain States Power Co., a 
unit in the Standard Gas & Electric 
Co. system, unleashed a bitter attack 
on the Bone bill, pending in Congress, 
which would amend the Bonneville act 
to create a Columbia River Power 
Administration. Mr. Merrill’s state- 
ment was made in a special report to 
stockholders issued recently. 

Declaring that the Bone bill was of 
the utmost importance to all holders of 
electric utility securities in the North- 
west, Mr. Merrill said that the “social- 
ization” process would provide no addi- 
tional kilowatts of power for the war 
and would build no additional tanks, 
guns or airplanes. The money would be 
used not to aid the war in the slightest 
degree, he said, but only to change the 
ownership of the utility property 
acquired. 

“It (the Bone bill) could eliminate 
all privately owned utilities,” Mr. Mer- 
rill declared, “through acquisition by 
the government and later sale to local 
municipal agencies which might be 
created. This would be accomplished 
without a vote of the people and by 
the exercise of condemnation authority. 

“Under the authority, utility property 
could be condemned by the adminis- 
trator and immediate possession taken, 
leaving the determination price to be 
paid to future court action. Properties 
could be dismembered by the taking of 
relatively small but vital parts, thus 
greatly reducing the bargaining value 
of the remainder.” 

Mountain States Power had net in- 
come of $636,588 for the year ended 

May 31, 1942, compared with $691,609 


for the previous year, the statement 
disclosed. 


Donald Heads New 
Committee on Reports 


W. J. Donald, managing director of 
NEMA and president of the American 
l'rade Association Executives, has been 
named chairman of a special advisory 
committee which will work with the 
War Production Board in the task of 
reducing the number of report forms 
required of business by WPB. An- 
houncement of the advisory commit- 
lee’s appointment came from Joseph I. 
Lubin, chairman of WPB’s committee 


for the review of data requests from 
industry. 
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PEPCO HONORS ITS SERVICE MEN—In a special ceremony held recently, Potomac 

Electric Power Co. honored 252 employees who have joined the armed services. James 

H. Ferry, vice-president and general manager, unveiled a plaque bearing the employee's 

names in the main lobby of the utility building, in the presence of families and friends 
of the service men. Brig. Gen. Albert L. Cox delivered the principal address 





First step of the new committee will 
be to solicit the opinions of some 1,200 
trade associations on the best means of 
cutting down the number of reports. 


Agree on $9,713,000 
Write-down for Portland 


Agreement between the Portland 
General Electric Co., Portland, Ore., 
and the Federal Power Commission on 
reclassification of the company’s prop- 
erty on the basis of original cost, re- 
sulted in adjustment of the company’s 
property account downward by $9,- 
713,000. The FPC had originally figured 
the reduction at $12,866,000. Of the 
amount to be written off in the adjust- 
ment, $8,153,000 applied to electric 
plants. 

The agreement provided that approxi- 
mately $7,700,000 would be written off 
immediately to surplus; the other $2.- 
000,000 would be amortized over a 
period of ten years at the rate of $200.- 
000 a year. 


FPC Seeking 
Arkansas Records 
The FPC has launched a “full investi- 


gation” to determine the disposition of 
books and records of the Arkansas 
Power & Light Co., an Electric Bond & 
Share Co. subsidiary. which, the com- 
mission says, there are reasonable 


1942 


grounds to believe “have been withheld 
or destroyed in violation of the Federal 
Power Act.” The records are required 
by the commission to ascertain the 
original cost of the properties and to 
determine the reclassification of ac- 
counts and the original cost of the 
properties of the Mississippi Power & 
Light Co., another Bond & Share sub- 
sidiary. 

In reply to the FPC charges, C. Ham- 
ilton Moses, president of the utility, 
retorted that the commission had at its 
disposal all the books and records of 
the company. In a prepared statement, 
he said that the Arkansas Power & 
Light Co. was organized in 1926 and 
that its records for the past 16 years 
are very complete and reflect every 
transaction of the company. These rec- 
ords, together with all known records 
of predecessor companies, incorporated 
into the Arkansas Power & Light Co., 
have been placed at the disposal of both 
federal and state commissions, the 


statement said. 
wv 


PUDs May Buy War Bonds 


Under a ruling by Attorney General 
Smith Troy at Olympia, Wash., public 
utility districts can invest their surplus 
funds in U. S. Government war bonds 
just as corporations do. He said there 
was no law denying the districts the 
right, even though the 1941 law ap- 
plying to cities and counties did not 
specifically permit PUDs to buy such 
bonds. 
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Lower War 
Insurance Rates 


Fire resistant utility property and 
overhead utility lines were made eligi- 
ble for lower premiums for War Dam- 
age Corporation insurance this week. 

The change, incorporated in Memo- 
randum No, 6 from the Government In- 
surance Company, a _ Reconstruction 
Finance Corporation subsidiary, to 
fiduciary agents, permits utilities to 
purchase bomb damage protection for 
fire resistant buildings under the occu- 
pancy code No. 1 rates, and protection 
for overhead lines under the occupancy 
No. 8 rates. Previously, utilities 
were required to pay code No. 2 
miums for all property. 

This means that fire resistant prop- 
erties of utilities will be charged the 
following premiums per $100 of insur- 
ance—20 cents, with 50 percent co- 
insurance, 14 cents with 80 percent co- 
insurance, 13 cents with 90 percent 
co-insurance and 12 cents for 100 per- 
cent co-insurance. 


code 


pre- 


Previous rates were 
scaled down from 30 cents for 50 per- 
cent co-insurance. 

Reclassification of utility lines places 
this type of property in the same cate- 
gory with railroad roadbeds and similar 
property. with rates ranging from 14 
cents per $100 with 50 percent co- 
insurance down to eight cents with 100 
percent co-insurance. In this instance, 
also, previous rates had been scaled 
down from 30 cents. 

Utilities already have pur- 
chased war damage insurance at the 
old rates will be able to obtain credits 
for the 


underwriters. 


which 


through — their 
New policies may now 


overpayment 


be written at the revised rates. 
Officials of the War Damage Cor- 
poration that the 
“exploration and 
Original regulations were 


explained revision 
comes as a result of 
education.” 
established. they pointed out, in some- 
order to get the 
procedure under way and failed to give 
consideration to the standard differen- 
tiation of risks between different types, 
of utility properties. 


what of a hurry in 


Midland United 
To Dissolve Units 
Midland 


corporation 


Delaware 
reorganizing 
under the bankruptcy law, has applied 
to SEC for authority to dissolve two of 
its subsidiaries, Traction Light & Power 
Co. and Shirley Realty Co. 

It is proposed that Traction’s indebt- 
edness, amounting to $288,500, and 500 
shares of $100 par common stock 

be exchanged for Traction’s 


United Co... a 
which is 


would be 
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assets consisting of 17,906 shares of 
Public Service Co. of Indiana common 
stock, no par, carried on Traction’s 
books at $25 a share, and about $64,000 
in cash. 

The Shirley Co. would be dissolved 
by selling 1,012 shares of common and 
$1.850 in notes plus interest to the Indi- 
ana Industrial Land Co. for $23,677 in 


cash. 


New Arkansas- 
Missouri Line 


The Arkansas-Missouri Pewer Corp. 
has been granted authority by the state 
utilities commission to construct five 
miles of a 54,500-volt transmission line 
to serve a local flight training school. 


The line will cost $22,600. 


MEETINGS 


International Association of Electrical Leagues— 
Annual conference, Hotel Cleveland, Cleveland 
Ohio, September 17-19. O. C, Small, secretary 
155 East 44th St., New York, N. Y. 

Electrochemical Society—Fal! meeting, Hotel Stat- 

Mich., October 7-10. Colin G. 

Fink, secretary, Columbia University, 3000 

Br aaqway New York N. i 

American Society of Mechanical 
meeting, Hotel Sagamore hester, N. 
October 12-14. Ernest Hartford, executive as- 


sistant secretary, 2? West 39th St., New York, 
N.Y 


er Detroit 


Engineers—Fall 
Y 


American Welding Society—Annua! meeting, Ho- 
tel Cleveland, Cleveland, Ohio, October 12-15. 
Miss M, M. Kelly, secretary, 29 West 39th St., 
New York, N. Y 

National Electrical Manufacturers 
Annual meeting, Waldorf-Astoria Hotel, New 
York, N. Y., October 26-30. W. J. Donald 
managing director, 155 East 44th St., New York 


Y 


Association — 


Previously Listed 
National 


Electrical Contractors Association—An 
nual convention, Bigwin Inn, Lake of Bays, On 
tario, August 3!-September 5. L. W. 

general manager, 420 Lexington Ave., 
York, N. Y. 

American Institute of Electrical Engineers—Pacific 

S Hotel Vancouver, Vancouver 

. C., September 9-11 H. H. Henline. national 

33 West 39th St.. New York. N.Y. 

Pennsylvania Electric Association — Annual! 
ng, Bellevue-Stratford Hotel, Philadelphia, Pa. 
September I1. A. B, Millar, managing director 
State Street Bldg., Harrisburg, Pa 

Municipal Electric Utilities Association of New 
York State—Annual conference, Lake Placid 
N. Y., September 16-18. H. E. Pearsall, secre- 
tary, 17 Whaley St., Freeport, N. Y 

International Association of Electrical Inspectors 
—Northwestern Section, Portland Hotel, Port- 
land, Ore., September 17-18, F. D, Weber, sec- 
retary, P. O. Box 70, Portland, Ore., Southwest- 
ern Section, Fresno, Calif., September 21-23 
1. L. Gerber, secretary, Room 205, City Hall, 
San Francisco, Calif. Western Section, Book- 
Cadillac Hotel, Detroit, Mich., October 5-7, 

F. H. Moore, secretary, 320 N. Meriden St. 
ndianapolis, Ind. Eastern Section, Taft Hotel, 

New Haven, Conn., October 12-14, F. N. M. 

Squires, secretary, 85 John St., New York, 

N. Y. Southern Section, John Marshall Hotel 

Richmond, Va., October 19-21, C. M. Jones, 

307 Trust Company of Georgia Bldg., 
Atlanta, Ga. 

Illuminating Engineering Society—Annual conven- 
tion, Hotel Jefferson, St. Louis, Mo., Septem- 
er 21-22. Frank G. Horton, executive secre- 
tary, 51 Madison Ave., New York, N. Y. 

Association of Iron and Steel Engineers—Techni- 
-al conference, William Penn Hotel Pittsburgh, 
Pa., September 22-24. Brent Wiley, managing, 
director, Empire Bldg., Pittsburgh, Pa. 

Indiana Electric Association — Business meeting, 
Indiana War Memorial Bldg., Indianapolis, 
Ind., September 24-25. R. E, Blossom, secretary. 
414 Circle Tower, Indianapolis, Ind. 


Davis 
New 


oast convention 


secretary 


meet- 


secretary 
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Bond & Share 
Wins Two Suits 


Two stockholders’ suits brought 
against the Electric Bond & Share (Co, 
were decided in favor of that 
pany recently, 


com- 


In one, a stockholder sought to com- 
pel the company to file with the SEC 
a plan for divesting itself of control 
over the American Power & Light Co. 
and the Electric Power & Light Corp., 
contending that the company should 
be directed to divest itself of control 
over these two subsidiaries. New York’s 
Supreme Court Justice Ernest FE. L, 
Hammer found that the _ plaintiff's 
charges were primarily within the juris- 
diction of the Securities and Exchange 
Commission and not of the court. 

In the second case the Appellate Di- 
vision reversed a New York Supreme 
Court ruling and dismissed a_stock- 
holder’s suit against Electric Bond & 
Share and the United Gas Corp. which 
charged misuse of the assets of United 
Gas through payment of $18.000.000 
accumulated preferred dividends. Plain- 
tiff contended that the funds should have 
been employed to pay off part of a 
$28.000.000 loan made by Electric Bond 
& Share to United Gas. United Gas 
is a subsidiary of Electric Power & 
Light Corp., an Electric Bond & Share 
affiliate. 

Justice Joseph M. Callahan ruled 
that use of corporate funds to pay off 
accumulated dividends, or 
loan, was a matter for the 
judgment of the directors. 


pay the 
business 


S. J. King Heads Essex 
County Electricals 


Stafford J. King, New England man- 
ager of the Sangamo Electric Co., Bos- 
ton, was elected president of the Essex 
County Electrical Club, at a 
meeting of that organization. He 

Edward Dickinson, Salem 
electrical contractor. Arthur 
G. Sias, manager of the Reading 
(Mass.) municipal light department, 
was elected vice-president, and William 
Dee, Salem Electric Lighting Co., is 
secretary-treasurer. Directors elected 
were H. E. Ayer, power sales engineer, 
Lynn Gas & Electric; W. H. Cofhn, 
Gloucester Gas Light; R. C. Mulroy, 
New England Telephone & Telegraph; 
Robert H. Patterson, manager Law- 
rence Gas & Electric; P. H. Tumelty, 
Peabody municipal lighting depart 
ment, and Chas. H. Whiteacre, West 
inghouse Electric Supply, Boston. Au 
ditors elected for varying terms were 
Harry Kingsley, general superintendent 
Salem Electric Lighting; and Moorhead 
Wright, Jr.. General Electric, Boston. 


recent 


succeeds 
(Mass. ) 
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= Why You Get Beret 
Fuse Coordination Witt 


LM FUSE LINKS 


L-M Fuse Links are absolutely accurate and uniform — 
Manufactured to close tolerances on special machines 


of L-M design, assembled by skilled workers, each 
L-M link is individually tested for uniform resistance. 


L-M Fuse Links are mechanically strong — Each L-M link 
is tested for 15 pounds minimum mechanical strength. 


L-M Fuse Links are unmistakably marked — Each L-M link 
carries its rating in two places for quick, dependable 
selection, also ready identification of a blown link size. 
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L-M Fuse Links are well protected — L-M Fuse Links are 
packed in strong, practical cartons, each link separately 
protected, to assure a perfect link when put in service. 
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Backed by experience — Today’s L-M Fuse Links are 
better because they are the result of over 20 years of 
fuse link research and development by Line Material 
Company, one of the oldest names in the industry. 
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SIMULATING NATURE ELECTRICALLY—Artificial sunshine from fluorescent lamps 

and artificial weather by air conditioning to reproduce any desired temperature, 

humidity and lighting is working wonders in plant physiology at California Institute of 

Technology. Two months of controlled growth conditions produced the large, hardy 

tomato plants shown above. Experiments are being carried on with many types of 

plants to find out how much light they need for healthy growth. Cotton and tobacco, 
for instance, grow perfectly under artificial light 





PAINTING A “DIMOUT’—Dimout regulations up and dow! 
NEW BUZZARD POINT UNIT—Officials of Potomac Electric Power Co. are shown Pacific Coast required a variety of measures to shield lig! 
above as they start a new 50,000 kw. turbo generator unit in service, the second so they would not be visible from the seaward side at night. ° 
such unit to be installed at the Buzzard Point station. Left to right—-J. H. Ferry. vice- case of ornamental type street lights the Los Angeles Bure é 


president; H. H. Harrigan, chief engineer, and A. G. Neal, president of the utility. | and Light used paint applied by hand as a means of » 
Addition of the new unit gives the company a total steam generating capacity of lights. Here a street lighting maintenance truck is bein 
365,000 kw. Two more such units are on order lights along a street fronting the Pacific Ocem 
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“BEFORE” and “AFTER” GEORGIA’S DROUGHT—These two “before” and “after” pictures 
show the striking change that has taken place in Georgia water storage conditions since 
June, 1941. The “before” picture was made in that month and the “after” picture in June, 
1942, at Lake Rabun. Stored power in two of Georgia Power Co.’s reservoirs—Lake Burton 
and Lake Rabun—was 29,800,000 kw.-hr. on July 1, 1941, and had climbed to a more 
normal reserve of 114,300,000 kw.hr. one year later. Difference in lake depth was 60 feet 


BLACKOUT WINDOWS GRADED—United Illuminating 
Co., New Haven, Conn., demonstrates (a) excellent, (b) 
good, and (c) wrong methods of blacking out windows 
for air raid protection. Weather resisting screens and 
obscuring materials to protect building occupants against 
oe ss ; i flying glass and light debris are shown, with materials 
— C4 _ approved for making sheeting and frames. Besides ex- 
hibiting this set-up at the recent “Health for Victory” 
exposition at Bridgeport and at the company’s main 
offices, a tour of the utility’s local headquarters in 
smaller Connecticut towns was scheduled for the dem- 
onstration, which was prepared under the direction of 
Kemp B. Batchelor, display manager of the United 
company 
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AN OLD VETERAN 
10ES BACK IN SERVICE 


This is war. Industry needs more 
ilowatthours for victory. No matter 
iow old—no matter how obsolete — 
resent generating equipment must be 
sut to work. And it can be put to work, 
ust as this turbine has. 


Virtually retired years ago, this old, 
‘bsolete turbine and condenser is back 
n service again delivering more capacity 
han when it was installed during the 
ast war. 


Completely rebuilt by Westinghouse 
:ngineers, the capacity of this old 
nachine has been increased from 30,000 
tw to 40,000 kw—a 33'4% increase— 
10,000 kw that could be obtained only by 
ising old equipment. 


This is typical of the work now being 
:0-ordinated by Westinghouse field engi- 
reering and service facilities—a service 
vitally important to central stations. 


Repair work of this kind does not 
require many of the factory facilities 
needed for new work. Parts can be 
brought directly to the job to speed the 
rehabilitation. 


Inspect your old equipment immedi- 
ately. If you think it has any rehabilita- 
tion possibilities, call our nearest office. 
Our engineers will give you full and im- 
mediate co-operation to help you get 

—sMore Kilowatthours for Victory. 
| Westinghouse Electric & Manufacturing Company 


East Pittsburgh, Pa. 
J-97051 


‘Westinghouse 


/FIELD ENGINEERING AND SERVICE 





Further Increases 
in Power Output 


Reflecting the increased activities of 
the nation’s war industries, the amount 
of electric energy distributed by the 
electric light and power industry 
reached 3,625.645.000 kw.-hr.. for the 
week ending July 25, according to fig- 
ures released by the Edison Electric 
Institute. Production of electric energy 
for the week ended July 18 amounted 
to 3.565.367.000 kw.-hr. and for the 
week prior to that 3.428.916.000 kw.-hr. 
The figure for the latest week is 12.6 
percent over the production established 
for the corresponding week last year. 

Leading the country’s seven major 
geographic divisions, from the stand- 
point of increased production over the 
same period in 1941, were the Southern 
States with a 21.5 percent gain and the 
Pacific Coast region which registered a 
21.2 percent increase. Two sections lost 
ground slightly over the gains pre- 
the Central Indus- 
trial region and the West Central. 


viously registered 


Weekly Output, Millions Kw.-Hr. 


1942 194] 
July 25 3,626 July 26 
July 18 3,565 July 19 
July I! 3,429 July 12 
July 4 3,424 July 5 
June 27 3,457 June 28 
June 20 3,434 June 21 
June 13 3,463 June 14 
June 6 3,372 June 7 
May 30 3,323 May 31 
May 23 3,379 May 24 


3,220 
3,199 
3,178 
2.904 
3.157 
3,09! 
3,101 
3,076 
2,955 
3,040 


July 
July 

July 

July 

June 
June 
June 
June 
June 
May 


2,761 
2,681 
2,652 
2.425 
2,660 
2.654 
2,665 
2.599 
2.478 
2,588 


Percent Change from Previous Year 


Week Ending 


July 25 
New England + 4.9 
Mid-Atlantic + 8.6 
Central Industrial 8.9 
West Central + 7.6 
Southern States +21.5 
Rocky Mountain + 7.1 
Pacific Coast +21.2 


Total United States +12.6 


Energy Sales Rise 
12.2% in May 


Sales of electric energy to ultimate 
consumers in May totaled 12,487.- 
276,000 kw.-hr.. compared with 11,- 
125,752,000 kw.-hr.. in May, 1941, an 
increase of 122 percent, according to 
the report of the Edison Electric 
Institute. 

Water power plants generated 5,358.- 
243,000 kw.-hr. in May, compared with 
4,243,700,000 kw.-hr. in May, 1941, an 
Increase of 26.3 percent. 

Revenue from ultimate customers 
amounted to $225,601.800, compared 
with $210,134,100 in May, 1941, an 
merease of 7.4 percent. The number 
of customers as of May 31, totaled 
31,956,333, compared with 30,819,445 


last year, an increase of 3.7 percent. 
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Billions of Kw.-Hr. 


Average annual use for the twelve 
months ended May 31 advanced from 
967 kw.-hr. last year to 1,008 kw.-hr., 
an increase of 4.2 percent; average 
annual bill increased 1.8 percent to 
$37.30 from $36.65 in 1941; revenue 
per kilowatt-hour dropped 2.4 percent 


Classification of Sales, May, 
and Change irom 1941 


1942 


Kilowatt-hour Sales—Dur- Million Kw.-Hr. + 
ing month of May 1942 1941 Change 


Residential or domestic 2,047 1,903 +7.6 
Rural (distinct rural rates) 216 155 139.3 
Commercial or industrial 

Small light & power 2,124 1,912 

Large light & power 7,074 6,234 
Street & highway lighting 143 146 
Other public authorities 294 243 
Railways and railroads 

Street & interurban 333 314 

Electrified steam 188 168 
Interdepartmental 69 50 


+-6.0 
+15.2 
—!.9 
+20.9 


+6.2 
$11.5 
+-37.0 
Total to ult, customers 


12,487 11,126 +12,2 


1942 


from 3.79 cents last year to 3.70 cents 
for the twelve months ended May 31, 
1942. 


Orders Interconnection 


Idaho Power 
Co. and the Malheur Cooperative Elec- 
tric 


Negotiations between 
Association, over terms of an inter- 
connection were ended re- 
cently with an FPC order directing the 
utility to make the connection. 

The ordered immediate 
interconnection of 11 kilovolt 
Idaho Power and Malheur at their point 
of crossing near Vale, Ore., and delivery 
of electric energy up to 300 kw. by the 
utility to the cooperative. 


agreement, 


commission 


lines of 





















New Haven Utility Makes 
New Appointments 


Chester A. Molsberry has been ap- 
pointed general superintendent of pro- 
duction for the United Illuminating 
Co., New Haven, Conn. Mr. Molsberry 
was graduated in electrical engineering 
from Iowa State College in 1922, after 
which he spent five years with General 
Electric on test equipment, switchgear 
and central station engineering. He 
joined the United company in 1935 as 
a district engineer in New Haven; from 
1936 to 1939 he was general engineer 
for the company, and until his recent 
appointment, assistant manager of en- 
gineering. 

F. Richard Miller, construction su- 
perintendent of United Illuminating 
since 1931, has been appointed assist- 
ant to C. A. Molsberry in charge of 
operation and dispatching. Mr. Miller 
left Carnegie “Tech” as a senior in 
1918 to take a commission in the Air 
Corps, and after World War I was 
with Westinghouse Electric for a time 





C. A. Molsberry 


as a switchboard engineer. He entered 
the New Haven company’s service in 
1923 as assistant to the construction 
superintendent. 

Paul V. Plummer has been appointed 
assistant to C. A. Molsberry in charge 
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of design and construction for United 
Illuminating, New Haven. He was in 
electrical contracting work in Washing- 
ton, Newark and New York from 1915 
to 1923, with two years war service 
as a medical sergeant. He then joined 
the Connecticut Light & Power Co., 
engaging in construction work on sub- 
stations, steam and _ hydroelectric 
plants. In 1928 Mr. Plummer came to 
the United company as assistant to the 
chief operator in charge of construc- 
tion and maintenance, and since 1940 
has been design and construction engi- 
neer for the generating department. 


> Joun L. O’Too.e, vice-president in 
charge of public relations for the Pub- 
lic Service Corp. of New Jersey and 
its operating companies, will retire on 
August 19, on which date he will have 
attained his seventieth year. He will 
continue as a director. Mr. O’Toole 
has been with the company since 1909. 


> Tuomas Irvinc has been appointed 
treasurer of Southern Canada Power 
Co., Ltd.. Power Corp. of Canada, Ltd., 
East Kootenay Power Co., Northern 
Quebec Power Co., Ltd., Northern On- 
tario Power Co., Ltd., Foreign Power 
Securities Corp.. Ltd.. Sherbrooke Rail- 
way & Power Co., Canada Northern 
Power Corp., Ltd., and Northern Brit- 
ish Columbia Power Co., Ltd. Mr. 
Irving succeeds CHARLES JOHNSTONE, 
who has retired on account of ill health. 
Mr. Johnstone was for many years 
treasurer of the Canadian Electrical 
Association. 


> James C. TWEEDELL, since 1935 man- 
ager of the export division of the York 
Ice Machinery Corp., has assumed the 
duties of general sales manager for 
the duration. He succeeds John R. 
Hertzler, who has undertaken a special 
assignment in a civilian capacity with 
the Army-Navy Joint Munitions Board 
in Washington. 
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A. S. King Elected Head 
of North Central Group 


Allen S. King, manager Northern 
States Power Co. at Grand Forks. 


N. D., was recently elected president of 
the North Central Electric Association. 
Mr. King is a graduate of the Massa- 





A. S. King 


chusetts Institute of Technology in elec- 
trical engineering and has been associ- 
ated with the Northern States Power 
Co. since 1916. 

Frederick Gamble, vice-president of 
the Montana-Dakota Utilities Co.. was 
elected vice-president of the association. 
He has had 25 years of utility experi- 
ence. 


> Howard FE. Eacieston has _ been 
elected vice-president of the Essex Wire 
Corp., Detroit, Mich., the Paranite 
Wire & Cable Corp., Jonesboro, Ind., 
and the R. B. M. Manufacturing Co., 
Logansport, Ind., in charge of the gov- 
ernmental relation department with of- 
fices in the Shoreham Building, Wash- 
ington, D. C. He resigned from Gen- 
eral Cable Corp. of New York City, 
having been with that company for 21 
years—three years of which were spent 
as Pacific Coast manager and the last 
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five years as general sales manager 
with headquarters in New York City. 
Mr. Eagleston became associated with 
General Cable through the Phillips 
Wire Co. of Pawtucket, R. I., when that 
company was acquired by the General 
Cable interests. 


> J. V. WALL, superintendent of the 
electric department of Sanderson & 
Porter’s Elwood plant, Joliet, Ill, is 
now associated with Vern E. Alden, 
consulting engineer with offices in Chi- 


cago. After many years association 
with Stone & Webster Engineering 


Corp. on power plant and industrial 
electrical design and engineering work, 
Mr. Wall became identified with the 
Elwood plant and was placed in charge 
of all electrical engineering and de- 
sign. For the first six months of this 
year he was in charge of electrical oper- 
ation, 


> G. L. Roserts, Simplex Wire & Cable 
Co., Cambridge, Mass., has been elected 
vice-chairman of the rubber-covered 
building wire section of the National 
Electrical Manufacturers Association. 


OBITUARY 
Frederick A. Allner 


Frederick A. Allner, president of the 
Safe Harbor Water Power Corp., whose 
death was announced in the July 25 
issue of ExectricaL Worip (page 
127), was recognized as one of the 
leading electrical engineers of the 
country. 

His engineering career began in Can- 
ada where he was associated with the 





Montreal Locomotive Works and later 
with the Shawinigan Water & Power 
Co, In 1909 he went to Lancaster 
County, Pa., in connection with the 
hydro-electric development which the 
Pennsylvania Water & Power Co. com- 
pleted and placed in operation on the 
Susquehanna River at Holtwood, Pa. 
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He was at first assistant chief engineer, 
then general superintendent, later be- 
coming vice-president. His career with 
Pennsylvania Water & Power covered 


electrical, mechanical 
and hydraulic design, construction and 
operation of the Holtwood project; the 
building of the auxiliary steam plant 
at Holtwood and the high tension lines 
which form a regional network of power 
supply to public utilities in Lancaster, 
York, Coatesville, Pa., Baltimore, Md.., 
and Washington, D. C. 

He became general superintendent 
of the Safe Harbor Water Power Corp. 
in 1929 and was elected president of 
the corporation in 1940. In the whole 
development of the regional supply of 
power from these two important devel- 
opments on the Susquehanna River, Mr. 
Allner had long been in charge, not 
only of the supervision of engineering 
work and of operation, but in the nego- 
tiations of power supply contract. 

Mr. Allner took an active interest in 
civic affairs and participated in the 
activities of national engineering soci- 
eties over a long period. He was a 
member of the American Institute of 
Electrical Engineers, American Society 
of Mechanical Engineers, American So- 
ciety of Civil Engineers, the Baltimore 
Safety Council and a past-president 
and honorary life member of the Engi- 
neers Club of Baltimore. 


supervision of 


John C. Hays 


John C. Hays, executive vice-presi- 
dent and a director of the Stone & 
Webster Engineering Corp., died on 
July 21 at his home in New York in 
his sixty-first year. 

An electrical, mechanical and civil 
engineer, Mr. Hays was born in Tulane 
County, Calif., and was educated in 
preparatory schools of Oakland and 
Berkeley, Calif. Starting in 1899, he 
engaged in hydro-electric construction 
work in California. In 1903 he went to 
the Stanley Electric Manufacturing 
Co., Pittsfield, Mass., and a year later 
joined the L. B. Stilwell organization, 
construction engineers of New York. 

After three years, Mr. Hays returned 
to California, where he became presi- 
dent, general manager and construc- 
tion engineer of a group of utilities and 
hydro-electric projects including the 
Mount Whitney Power Co., Yosemite 
Power Co., Tuolomino Power & Light 
Co., LaGrange Water & Power Co. and 
the Mount Shasta Power Co. 

Coming East, he became affiliated 
with the Stone & Webster Engineering 
Corp. in 1919 as a hydraulic engineer. 
He was made a vice-president in 1929, 
with offices in New York, and became 
executive vice-president in 1938. Mr. 
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Hays was a member of the American 
Institute of Electrical Engineers, Amer- 
ican Society of Mechanical Engineers 
and of the American Society of Civil 


Engineers. 
a 


W. N. Matthews 


W. N. Matthews, president of the 
W. N. Matthews Corp., whose death 
was announced in the July 25 issue of 
ELECTRICAL WORLD (page 80), was af- 
fectionately known by the older men in 
the electrical industry as “Billy” Mat- 
thews. Mr. Matthews was one of the 





four founders of the Electrical Supply 
Jobbers Association. He was president 
of the St. Louis Electrical Supply Co. 
up to 1896. In 1897 he became a man- 
ufacturers’ agent and two years later 
he formed the partnership of W. N. 
Matthews and Brothers with his broth- 
ers Leonard and Claude L. Matthews, 
to which the W. N. Matthews Corp. is 
the successor. 

Mr. Matthews was an early member 
and active worker in the Jovian Order 
and was a Past-Jupiter when the organ- 
ization was at the peak of its power and 
influence in the electrical industry. 


> W. A. Dosis, one of the pioneers in 
the development of the hydroelectric 
turbine, passed away at his home in 
San Francisco recently. He was more 
than 80 years old. His father, Abner 
Doble, founded an iron and steel busi- 
ness in San Francisco in 1850, which 
became interested in the development 
of water wheels. Many of the older 
hydro turbines in Western generating 
stations bear the name of Doble. In 
1911 the Abner Doble Co. merged with 
the Pelton Water Wheel Co. and for a 
time marketed their wheels under the 
name of Pelton & Doble. W. A. Doble 
was chief engineer of the merged com- 
panies from 1911 to 1921. In 1915 Doble 
installed California-built hydro turbines 
in India and Norway. 
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Hold Two-Day Forum 
on Power Problems 


The nation’s power systems are facing 
one of the most critical problems in 
their history in endeavoring to obtain 
increased output of electricity from ex- 
isting facilities to meet ever-mounting 
war needs, Charles F. Lloyd, manager 
of the Westinghouse central station 
sales department, recently stated. 

Addressing a meeting of the Westing- 
house Electric & Manufacturing Com- 
pany’s central station managers, brought 
to Pittsburgh last week from every dis- 
trict for a two-day symposium on war 
power problems, Mr. Lloyd said: 

“Shortages of materials are making 





ANUFACTURING -MARKETS 


it increasingly difficult to manufacture 
new apparatus for supplying the elec- 
trical needs of our war industries. For 
that reason it is our duty as manufac- 
turers of electrical equipment to offer 
our engineering resources to the hard- 
companies. We must 
help them devise ways and means of 
squeezing every available kilowatt-hour 
of electricity from present equipment.” 


pressed power 


Westinghouse design and application 
considerable 
time to assisting the operators of elec- 


engineers are devoting 
tric power systems in solving this press- 
ing war problem, reported Charles F. 
Wagner, manager of the central station 


engineering department. “Working 


jointly with utility engineers, we have 
developed plans for the rebuilding of 


KILOWATT HOURS FOR VICTORY—To discuss engineering methods to help power 

companies obtain extra kilowatt-hours from existing units to meet the increasing war 

load, Westinghouse central station executives met in Pittsburgh recently for a special 

wartime conference. Above, left to right, are W. P. Cochran, Philadelphia; L. E. Lynde, 

Boston; C. L. Bennett, Philadelphia; J. J. Spraggon, New York: C. F. Wagner, East Pitts- 

burgh works; F. S. Bacon, Boston and C. F. Lloyd, manager Central Station sales for 
the company 
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many old generators so that additional 
electric power can be added to the na- 
tion’s supply without making heavy de- 
mands on critical materials,’ Mr. 
Wagner said. 

Frank H. Stohr, manager of the in- 
dustry sales department, told the forum 
that as an aid to war production, West- 
inghouse has set up a special organiza- 
tion to devote its entire time to handling 
vital repair and maintenance work for 
public utilities and manufacturing in- 
dustries. 


Urges Conservatism 
in Motor Choice 


“When in doubt consider the next 
smaller rating” is a slogan that might 
well General Electric Co.'s 
campaign to point out how materials 


describe 


can be conserved and motor production 
increased through the selection of mo- 
tors closer to their ratings for specific 
jobs. L. A. Umansky, assistant man- 
ager of General Electric’s industrial en- 
gineering department, in a recent state- 
ment pointed out that. 
“overmotoring,” up to 25 percent more 
material and labor are now going into 
the production of motors than is needed 
for the work the motors are being 
called upon to do. “Motor users ant 
specifiers can help greatly in conserv- 
ing critical materials and in helping 
motor manufacturers produce the maxi- 
mum number of motors needed to win 
the war,” said Mr. Umansky, “by se- 
lecting the motor size on the basis of 
the actual expected duty without over- 
stress on additional safety factors to 
take care of unexpectedly heavy loads 
or to lengthen motor life.” 

The manufacturer has already de- 


because of 


signed into the motor a margin 0! 
safety to meet reasonable overloads. 
“Overmotoring” affects almost every: 


thing else in a plant’s electric chain !1- 
cluding control, distribution, and gener- 
ation since the capacity of the power 
system is very often based on the in- 
stalled horsepower of motors. “For tls 
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reason, in the distribution system lies 
our greatest opportunity to save copper 
through careful motor selection and, of 
course, through good system design,” 
said Mr. Umansky. “A further evil of 
‘overmotoring’.” he continued, “that 
cannot be overlooked or disregarded is 
its effect on low power factor—another 
avoidable waste. Many splendid plants 
are probably operating at 40 percent 
power factor today, primarily because 
of heavy ‘overmotoring’.” 

All concerned can be of great help 
to the war effort by adherence to these 
further principles, Mr. Umansky felt: 

1. Utilize, the 
available service factor. For instance, 
the motor will not be injured if the 
service factor of 1.15 is used in some 
cases on the 40C motors, although con- 


wherever possible, 


tinuous operation at the resulting 50C 
rise may mean that the insulation will 


last only 10 years rather than 20. Even 
more loading. up to 125 percent can be 
utilized when ambient temperatures less 
than 40C are expected. 

2. Don’t use integral horsepower mo- 
tors for voltages less than 440 volts, un- 
less unavoidable. 

3. Bring high-voltage power to the 
load center. 


Manufacturers Issue 
Earnings Reports 


Cutler-Hammer, Inc., for the six 
months to June 30, reports net profit, 
after $300.000 for inventory 
and post-war adjustments and $4,487,- 
175 provision for estimated state and 
federal income and excess profits taxes, 
totaling $552,632. equal to 84 cents 
each on 659,998 shares of capital stock. 
This compares with $939,103 or $1.42 
a share last year. 


reserve 


(Among the other manufacturing com- 
panies issuing profits statements re- 
cently are the following: 

_Anaconna Wire & Capte—Net income, 
six months to June 30, $865,043 after all 


charges and taxes, including $6,248,936 
excess profits taxes and $125,000 reserve 


for contingencies, equal to $2.05 each on 
the 421,981 shares of capital stock out- 
standing. This compares with $1,410,519, 
or $3.34 a share in the similar period last 
year. 

\IINNEAPOLIS-HONEYWELL REGULATOR - 
Including domestic and Canadian subsid- 
laries, June quarter, net income after 
$3.307,129 provision for estimated federal 
excess profits taxes and $426,864 for esti- 
mated income and capital stock taxes, 
$436,027, against $550,153 net income for 
June quarter of 1941 after $476,078 excess 
profits taxes and $479,822 for income and 
capital stock taxes. Six months: net profit, 
$1,105,958 after $806,821 estimated provi- 


sion for estimated income and _ capital 
stock taxes and $4,226,470 for excess 


profits taxes, compared with net profit of 


$1,104,278 for last year’s period, when in- 
Come and capital stock taxes were $724,191 
and excess profits taxes totaled $476,078. 
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Field Reports on Business 


Demand for electrical equipment remains at high levels as construction of 
new and enlarged industrial plants continues at a record-breaking pace. 
Despite curtailment of appliance production, the electric manufacturing indus- 
try will surpass this year its 1941 record output of $4,000,000,000, according to 


unofficial estimates. 


NEW YORK 


Despite curtailment of appliance produc- 
tion, the electric manufacturing industry 
in 1942 will surpass its 1941 record output 
of $4,000,000,000, according to unofficial 
estimates. Including motors and generators 
for military use, the industry produced 
last year about two billion dollars worth of 
war material. The other two billion went 
into motors, generators, transmission and 
distribution equipment, electric supplies 
and appliances. The latter bracket ac- 
counted for about $500,000,000 of the total. 

For the first six months of 1942, orders 
received for heavy equipment are at an all- 
time high. Motors and generators are 100 
to 150 percent ahead of the corresponding 
1941 period, transmission and distribution 
equipment about one-third greater and 
sales of insulating materials up 30-40 per- 
cent. So that despite the loss of appliance 
volume, increases on heavy electrical equip- 
ment will more than offset the consumers 
goods volume. 

Department sales, according to 
the Federal Reserve Board, were up 5 per- 
cent for the week ending July 18, over the 
corresponding week last year. For the 
month, however, the rise was only 1 per- 
cent. 

Engineered construction volume for the 
past week was $148,171,000—15 percent 
below the total for the preceding week and 
22 percent under the volume for the cor- 
responding 1941 week, according to Engi- 
neering News-Record. 


NEW ENGLAND 


A high rate of industrial activity in this 
area continues to pace a strong electrical 
market. Orders are well divided between 
heavy marine equipment and a wide variety 
of small orders for special apparatus of no 
less importance in advancing our war 
efforts. Boston houses participated _re- 
cently in important orders for mica elec- 
trical insulating material; demands for 
wire, cable, machine tools, plug fuses, and 
wiring supplies are active, and quotations 
have been asked on 500 portable electrical 
drills and 2,000 electric hot plates. Game- 
well Company, manufacturers of signal 
systems and communication apparatus, re- 
ports its backlog of unfilled orders to be 
the largest in its history. 

Industrial electric lighting in plants en- 
gaged in the production of war supplies 
is active. United Aircraft Corp.’s new 
plant in Connecticut will use 9,200 fluor- 
escent units and 18,400 40-watt fluorescent 
lamps; the new Guilford plant of the New 
Haven Clock Co. is planning to install 
Hygrade fluorescent units, and a Massa- 
chusetts ordnance plant is to use 2.000 


stores 


fluorescent lighting fixtures. Electric 
pumping installations are included in 


plans for extensions to water supply sys- 
tems in Rhode Island and Massachusetts. 

Capitol Theatre, Providence, R. I., has 
been re-wired and equipped for a.c. dis- 
tribution, with new lighting fixtures, in- 
cluding fluorescent units in the lobbies. 
Capito] Hotel, Providence, R. 1., has been 
re-wired and relighted, and Walter Mar- 
shall Spinning Co., Providence, R. I., has 
undertaken an electrical modernization pro- 


gram. 
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CHICAGO 


The demand for electrical equipment 
remains at high levels as construction of 
new and enlarged industrial plants in this 
area continues at a record-breaking pace. 
During the last thirty days new industrial 
developments totaled $92,045,000 in value, 
as compared with $24,496,000 in July, 
1941. Volume for the month brought total 
investment in new industrial construction 
in the Chicago metropolitan area since the 
first of the year to $481,191,000, almost 350 
percent above the volume in the corespond- 
ing period last year. 

Nearly $4,000,000,000 in war orders have 
been placed here since the beginning of 
the war program. Last week 41 firms re- 
ceived war contracts, thirteen of which 
received orders for the first time. 

Manufacturing and trade associations 
have estimated that 1,250 plants in the 
Chicago industrial area which normally 
employ 100,000 workers are under restric- 
tions halting production of civilian goods. 
Production shutdown of a wide variety of 
civilian articles, valued at about 400 mil- 
lion dollars,.will be practically complete by 
October 1, under outstanding orders. 

A new lighting system will be installed 
as part of the $1,000,000 expansion of an 
airport in Junean County, Wisconsin. A. A. 
Electric Co. was awarded a contract for 
electrical distribution and lighting at an 
army supply depot being built in Illinois, 
costing in excess of $5,000,000. 


PACIFIC COAST 


Pacific Coast wiring device stocks are 
beginning to reflect the increasing number 
and size of war housing jobs, many items 
being down despite high priorities, and 
other items such as duplex convenience 
outlets being considerably in arrears. 
Other threadbare items are rubber-covered 
wire, except for smaller sizes using little 
copper or rubber, and 3 to 4 in. rigid iron 
conduit where one large award for a big 
camp or yard may deplete a stock for a 
month. Small fittings and condulets are. 
generally speaking, in better shape than 
last fall. 

Revised price-freezing instructions per- 
mitting rail freight increases over the Octo- 
ber 1, 1941, market were a relief to coast 
wholesalers. New housing includes a num- 
ber of 10 to 60 unit awards totaling $9,- 
000,000 for Portland; a low bid of $2,- 
714,400 for Seattle area, averaging $5,220 
per unit; 559 dwellings near Napa; 231 
five-room dwellings in Long Beach; $750,- 
000 of construction at San Pedro, and the 
first units for workmen at Kaiser’s 
mill in southeastern California. 

Prospective business covers a_ stand-by 
power plant for a military site in Pacific 
Northwest; 750 desk lamps for a govern- 
ment department; electric distributing sys- 
tems for several camps in the Southwest; 
air-conditioning equipment for ten camps 
in New Mexico and Arizona; transformer 
circuit structures for five units of Grand 
Coulee plant; a group of 600- to 800-amp. 
circuit breakers for Los Angeles, and bid 
requests for large quantities of power, tele- 
phone, housing. and underground wires 
and cables for Canal Zone. 


steel 
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Utility Stocks Dip; Bonds Hold Firm 
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In line with the general market trend, there were only slight variations in prices of 

electric power and light securities during the past week. “Electrical World” stock index 

dropped to 18.1 from 18.2 the previous week; last year, 24.0. Bonds remained at 103.0; 
last year, 105.7 





FINANCIAL BRIEFS 





ILtino1is Iowa Power Co., a North 
American subsidiary, has filed a_ re- 
quest with the SEC for permission to 
acquire all or any part of the 5,504 
shares of 7 percent cumulative preferred 
stock, $50 par value, of Kewanee Pub- 
lic Service Co. at not more than $35 
a share. Kewanee’s properties, applicant 
says, are operated as the northern divi- 
sion of the company and they desire 
to acquire the Kewanee securities so 
that the properties may continue to be 
operated as part of its system. Illinois 
Traction Co. is understood to own all 
the common and 1,496 shares of the 
preferred stock of Kewanee and North 
American has filed a plan to dissolve 
Illinois Traction. 


New YORK’S PUBLIC SERVICE COM- 
MISSION has authorized Rochester Gas & 
Electric Corp. to reclassify its series 
C 6 percent preferred stock of which 
27,000 shares are outstanding in order 
that holders of this series may not 
have the right to vote for directors of 
the corporation except in the case of 
default in the payment of dividends. 
Purpose is to permit the company to 
participate in a consolidated income 
tax return with its parent and affliated 
companies in the Associated system. 


GENERAL Water, Gas & ELEcTRIC 
Co. has deferred action on the dividend 
on its $3 preferred stock pending ac- 
crual of an annual instalment of $200,- 
000 on its bank loan. After the in- 
stalment has been provided for, direc- 
tors will again review the dividend 
situation, Ralph Elsman, president, 
said. 


SEC HAS APPROVED an application of 
the Columbia Gas & Electric Corp. to 
buy $9,477,000 of its own debentures 
on the New York Stock Exchange and 
$27,800 of debentures from its sub- 
sidiary, Columbia Corp. Purchase of 
the debentures would result in an 
annual saving of $463,350, Columbia 
Gas estimated. In granting the applica- 
tion, SEC warned that “it should not 
be inferred that a similar application 
would necessarily be granted.” 


New Offerings in 1942 
Total $256,371,490 


New offerings of electric light and 
power securities during the month of 
June totaled $55,750,000, compared 
with $16,150,000 in May and $73,425,- 
000 in June, 1941. 

June financing brought the total for 
the first six months of 1942 to $256,- 
371,490, compared with $500,097,100 
for the similar period of 1941. 


Midland Proposes 
to Sell Hobart 


The SEC has received a proposal by 
the estate of the Midland Utilities Co. 
to sell its subsidiary, the Hobart Light 
& Water Co., Indiana, for $500,000 to 
the Northern Indiana Public Service 
Co. Under the proposal, Northern In- 
diana would make payment with 69,500 
shares of its common stock. 

The SEC set Aug. 4 for a hearing 
on the transaction and to determine, 
among other things whether: (1) the 
proposed purchase price of $500.000 
represented “reasonable consideration” 
for the Hobart property, (2) Northern 
Indiana, considering Section 11 (b) 
(1) of the Holding Company Act. 
should be allowed to acquire the water 
assets of Hobart. 


Folder Published 
on Central Valley 


Information on the construction of 
the Central Valley project and its po- 
tential usefulness is contained in a new 
booklet published by the Bureau of 
Reclamation recently. The illustrated 
folder contains descriptions of the work 
done at Shasta dam, Friant Dam and 
the canal system, together with brief 
articles on history, agriculture, industry 
and river commerce in the Central 
Valley. Copies are available at Bureau 
of Reclamation offices. 





Utility Reports 





Net Income 


1942 1941 
*American Power & Light 
ON Err rere $7,341,814 $11,240,499 
*Birmingham Electric ..... 981,912 636,536 
tCentral Arizona Lt, & Pwr. 626,169 695,570 
tCentral Hudson Gas & 


RE ere 1,583,151 1,433, 147 
+Connecticut Lt, & Pwr.... 3,583,500 3,893,258 
Detroit Edison and subs. 9,974,071 11,457,446 
Gulf States Utilities...... 1,638,996 2,149,717 
¢+Minnesota Power & Light 1,444,019 1,509,955 


[Mississippi Power & Light 538,404 324,748 
Mountain States Power... 636,588 691,609 


tNorthern§ Indiana Pub. 

Serer ser 2,323,777 2,840,720 
tPublic Service of New 

Jersey and subs....... 16,649,740 22,861,191 
*Virginia Electric & Power 3,551,913 3,918,905 





*Twelve months ended May 31. 
+Twelve months ended June 30. 
| ee an et RR Het ce 


New Issues of Electric Light and Power Securities in June 

















| 
Amount Period Interest Per Cent 
Name of Company (Par Value) Offered to (years) Class Purpose Rate Price Yield 
| | bi as 
Public Service Elec. & Gas Co.| $15,000,000 | Public ee Ist and ref. mtge. bonds. .| Capital replacements.. . 3 10414 2 
~ = ae Bt - : ce - oe é c SI ep or = 
Michigan Gas & Elec. Co 750,000 | Placed privately 1-10 | Debentures £56 koe st Ess 02s.c deen es 3% 100 3.00 
| 3,500,000 | Placed privately 30 Ist mtge. bonds, series A..| Refunding............ 334 102.74 3.60 
e a = = —_ -_ = eS a as a anti — | — — 
Virginia Public Service Co 26,000,000 | Public ; 30 | Ist mtge. bonds.........| Refunding... . 334 105.65 
10,500,000 | Public Bs) Sinking fund debentures . 


Total ; $55,750,000 


Refunding...... 5 98.77 
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PRIORITIES AND 
PRICE SHORTS 





WPB HAS RULED THAT-THE FIRST of 
two or more orders carrying identical 
preference ratings shall have whatever 
attention it requires in order to meet 
the scheduled delivery date. This ap- 
plies even if the second order carries 
an earlier delivery date. Effect, in some 
instances, may be to cause some delay 
in filling breakdown orders with top 
ratings—in instances where filling the 
earlier delivery dated order would re- 
quire delay in meeting the schedule 
called for by an earlier placed order 
with the same rating, for instance. 


IMPORTANCE TO UTILITIES of placing 
the so-called end use allocation classi- 
fication symbols on their purchase 
orders for materials is emphasized by 
the announcement from the WPB cop- 
per division that allocation of ingot 
copper will be seriously considered on 
priority orders lower than A-l-k where 
the resulting product is to be used for 
utilities, railroads, transit operations, 
mines, essential industrial equipment 
repairs and the petroleum industry. 
The allocation classification system 
(Priorities Regulation No. 10) requires 
utilities (ELecrricaL Wortp, June 6, 
1942, page 6) to designate purchase 
orders: DP 9.10, except for materials 
for new buildings, labeled DP 21.10, 


and for building maintenance, labeled 
DP 22.00. 
WARTIME SPECIFICATIONS LIMITING 
use of rubber in the manufacture of 
many kinds of mechanical and indus- 
trial rubber items have been issued by 
WPB, in order to save between 300 and 
100 tons of crude rubber monthly. The 
“specs,” similar to those applicable to 
insulated wire and cable (ELECTRICAL 
Worip, July 25, 1942, page 79) cover 
belting, hose, packing, dam and lock 
gate seals, beater paddles, pipe coup- 
ling rings, rubber-lined tanks, drums 
and other rubber-protected industrial 


equipment, abrasive implements and 
safety parts. 
WPB’s DECISION TO FOLLOW THE 


Britis lead by concentrating civilian 
production of essential items in a few 
plants running at capacity while con- 
verting the bulk of such industries to 
war work does not mean a revival of 
production of electrical appliances—at 
least not for a long time ahead. Ground- 
work is being laid for “concentration” 
in such industries as hot air furnaces, 
cutlery, bicycles, enamel kitchen uten- 
sils, auto repair parts, typewriters and 
agricultural equipment. No industry 


fatirely shutdown is being considered. 


ELECTRICAL WORLD e 





August Il, 


Sales Opportunities 


MINNESOTA—Water and Light De- 
partment, Benson, plans extensions in 
primary lines to a point beyond city limits 
for power supply for new flax mill to be 
constructed by Western Fiber Co., Duluth. 
Site has been acquired and work will begin 
at early date. Electrically operated equip- 
ment will be installed in mill. 


TEXAS—War Department, Washington, 
D. C., has authorized new air force train- 
ing school in Lubbock area. Complete 
electrical equipment and facilities will be 
installed for airfield, industrial and _ resi- 
dential service. A power substation is 
planned. Entire project will cost over 
$3,000,000 and will be supervised by U. S. 
District Engineer Office, Albuquerque, 
N. M. McMillan, Glover & McCullough, 


Lubbock, are architects and engineers. 


WASHINGTON—LU. S. Engineer Office, 
Textile Tower Building, Seattle, has plans 
maturing for new electric power plant at a 
government military development in Pacific 
Northwest, to be used for standby service. 
Award is scheduled to be made on a nego- 
tiated contract basis. No estimate of cost 
announced. Contract and Specifications 
Section, address noted, is in charge. 


LOUISIANA—Mathieson Alkali Works, 
Inc., Lake Charles, manufacturer of in- 
dustrial chemicals, etc., has concluded ar- 
rangements with government for construc- 
tion and operation of new plant in southern 
area for production of synthetic ammonia, 
comprising several large one and multi- 
story processing and production units, 
with complete electrical equipment and 
facilities. A power substation is planned, 
with several smaller transformer stations. 
Cost estimated about $9,000,000, with fi- 
nancing through Defense Plant Corpora- 
tion. Main offices of company are at 60 
East Forty-second Street, New York, N. Y. 


TEXAS—Texas Power & Light Co., Dal- 
las, has made contract with U. S. Engineer 
Office, Denison, for relocation of transmis- 
sion lines in vicinity of Gainesville, used 
for power supply for districts west of that 
place. Work will be carried out soon. 


TENNESSEE—War Department, Wash- 
ington, D. C., has authorized new air force 
training school. Complete electrical equip- 
ment and facilities will be installed for 
industrial, airfield and residential service. 
A power substation is planned. Cost esti- 
mated over $3,000,000, with project to be 
supervised by U. S. District Engineer 
Office, Nashville. Allen & Sashal, and 
Walk C. Jones, Sr. and Jr., all of Memphis, 


are architects and engineers. 


CALIFORNIA—Plans are maturing for 
large synthetic rubber project in southern 
California for production for government, 
in which five companies will participate— 
Southern California Gas Co., Los Angeles; 
Shell Chemical Co., San Francisco, a sub- 
sidiary of Shell Oil Co., same place; Dow 
Chemical Co., Midland, Mich.; Firestone 
Tire & Rubber Co., and Goodyear Tire & 
Rubber Co., both Los Angeles and Akron, 
Ohio. Five large multi-unit plants will be 
built, with complete electrical equipment 
and facilities. Two plants will be equipped 
for production of butadiene, to be operated 
by first two noted companies; one plant 
for manufacture of styrene, to be operated 
by Dow company, both products mentioned 
comprising basic ingredients of synthetic 
rubber, and two final processing mills, to 
be operated by Firestone and Goodyear 
companies. Several power substations will 
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be built, with group of smaller transformer 
stations. Plants will occupy a 280-acre tract 
of land and are estimated to cost $30,000.- 
000, with financing provided by Defense 
Plant Corporation. Completion is sched- 
uled next March. M. W. Kellogg Co., 225 
Broadway, New York, N. Y., is engineer. 


MARYLAND-—Baltimore Transit Co., 
Equitable Building, Baltimore, has ap- 


proved plans for new indoor-type power 
substation on Garrison Boulevard, and will 
begin work soon. 


NEBRASKA — Nebraska Power Co., 
Omaha, plans extensions in primary and 
secondary lines in parts of Douglas County. 
Application for permission has been made. 


ARKANSAS—Arkansas-Missouri Power 
Corp., Blytheville, plans extensions in 
34,500-volt transmission line in Walnut 
Ridge area, where new power substation 
will be built. Permission has been granted 
and work is scheduled to begin at early 
date. 


COLORADO—War Department, Wash- 
ington, D. C., will have plans prepared at 
once for new air force training school. A 
power substation will be built, with com- 
plete electrical equipment and _ facilities 
for airfield, industrial and residential serv- 
ice. Entire project will cost over $5,000.- 
000 and will be supervised by U. S. Engi- 
neer Office, Albuquerque, N. M. 


NORTH CAROLINA—National Carbon 
Co., Inc., 30 East Forty-second Street, New 
York, N. Y., plans new plant in North 
Carolina for production of electrodes and 
other carbon products for government, com- 
prising several large processing and pro- 
duction units. A power substation will be 
built, with complete electrical installation 
and facilities for plant service. Cost about 
$6,000,000, with financing through Defens~ 
Plant Corporation. Work will begin at 
early date. Company is a subsidiary of 
Union Carbide & Carbon Corp., first noted 
address. 


NEBRASKA—Consumers Public Power 
District, Columbus, plans extensions in 
primary and secondary lines in parts of 
Hall and Merrick Counties, including serv- 
ice facilities. Permission has been granted 
and work is scheduled to begin soon. 


NEW MEXICO—U. S. Engineer Office, 
Albuquerque, will take bids at once for 
new night-lighting system at federal project 
in New Mexico, including installation of 
about 40,000 lin. ft. of underground park- 


way cable, 110 runway marker lights, 
night-lighting switch house and control 


apparatus, and approximately 1,200 lin. ft. 
of multiple-way fiber ducts, etc. 


NEBRASKA—Navy Department, Wash- 
ington, D. C., has authorized new naval 
station and depot in Nebraska, comprising 
large group of buildings, with shops and 
other mechanical structures. Power sub- 
station is planned, with complete electrical 
installation and facilities for industrial 
and residential service. Cost over $5,000.- 
000. Project will be carried out under 
direction of Bureau of Yards and Docks, 
Washington. Graham, Anderson, Probst 
& White, 80 East Jackson Boulevard, Chi- 
cago, Ill., are architects. 


NEBRASKA—Dawson County Public 
Power District, Lexington, plans extensions 
in primary and secondary lines, totaling 


about 12 miles, with service facilities. 
Permission has been secured and work 


will be carried out soon. 
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Blackout Bulb 


New 
a nominal 
which is 
sockets, is 


indoor blackout lamp is rated at 
14 watts at 115-125 volts. Bulb. 
designed to fit into ordinary 
coated inside with an orange 


> 

si —— 

a, 
Sunil 


General Electric Co., N 
lacquer. E terior, except for a l-in. apet 
ture, is coated with opaque black enamel. 
Light shows only through this round orange 
“window.” Result is a controlled emana 
tion of soft illumination. Sale of 
this lamp is restricted to concerns having 
better than A-2 priority ratings. 


orange 


Balancing Unit 


Gisholt Machine Co., 2 
East Wast + Ave Madisor W i< 

New unit, contained in two cases, is de- 
signed to detect unbalance in large rotat- 
ing parts without disassembly from their 
parent machines, making possible easy 
correction and maintenance of proper bal- 
ance, under actual operating cenditions. It 
is said to indicate both phase angle and 
amplitude of vibration. 


Babbitts 


yramid and ''Defende ead-base bear 
ng metals Magnolia Metal Co., !20 Bay 
way chizabet N . 

Two substitutes have been developed for 
tin-base babbitts. Former is said to be 
suited to applications where bearings must 
withstand heavy sustained pressures, such 
as are found in water turbines, paper mill 
calendar stacks and rolling mill machinery. 
Latter is said to stand shocks without 
cracking and is suited for internal com- 
bustion engines, trap rock crushers and 
sifter machinery. 
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Insulating Coating 


synthetic 


Resi flex S resin insulé 
David C. Brown Co., 17532 \ 
Detroit. Mich. 


A new synthetic resin coating designed 
to take care of insulation requirements 
of metals is said to have such properties 
as high dielectric strength, low power 
factor, unusual are resistance, heat endur- 
ance and extreme flexibility. Coating is 
weatherproof, waterproof, oil proof and 
impervious to mineral acids and alcohols 
and may be applied by dipping, spraying 
or brushing. Baking time from six to 30 
minutes. 


Timer 


or t Electrica er Philco Cor- 
poration, s and C Streets, Philadelphia 


New time switch is arranged to close an 
electrical ciréuit after the expiration of a 
predetermined time and may be adapted 
for opening a circuit by reversing the 
position of the mercury switch element. 
The setting operation merely requires the 
turning of a knob to the time that the 
switch is to operate. When used on alter- 
nating-current circuits the timer has a 
capacity of 1,200 watts, sufficient to con- 
trol a l-hp. motor of the repulsion induc- 
tion type. 


Fluorescent Luminaire 


New fixtures use minimum of steel, are 
shielded for easier and faster seeing. Re- 


flectors, preformed with a “V” type design 


industrial 
naire. Edwin F, Guth Co., 2615 
Blvd., St. Louis, Mo. 


porcelain enamel 


rescent | 


W yshinaton 
to eliminate pocketing of light, have three 
coats of porcelain enamel for durability. 


Available for two or three 40-watt lamps 
and two 100-watt lamps. 


BUYING ELECTRICAL EQUIPMENT?— 
McGraw-Hill’s Electrical Buyers Reference 
is a convenient place to lock first for 


manufacturers’ product data, names and 


addresses. 
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Muffle Furnace 


New full muffle electric box type fur. 
nace is designed primarily for fritting and 
glazing ceramics at temperatures up to 
2,000 deg. and may be used for heat 
treating high-speed tool steels. Available 


"Falcon BWM Furnace" 
hearth. H. O. Swoboda, 
New Brighton, Pa. 


with all 


refractory 
Inc., 13th 


Street, 


in bench or floor mounting style, for 110 
or 220-volt, single-phase current. Auto- 
matic temperature controls are supplied, 
Advantages include low initial and oper- 
ating costs, long operating life at maxi- 
mum temperature and quick heating. 


Connector 


New fixture connector, made entirely 
of plastic, using a positive set screw for 
holding the wires in contact. Screw may 
be tightened to make a permanent job 


that manufacturer claims won't jar or 


Plastic fixture connector: two colors i for 
hot wire and white for ground. H. B, Sherman 
Manufacturing Co., Battle Creek, Mic. 


shake 
taping, 
driver. 


The 


may be 


requires no 
a screw 


connector 
installed with 


loose. 


eter 


Magnetic Clamp 


Magnetic welding - (0 | J 
weighs 70 !b. Stearns Magnetic Mfg. Co., 
Milwaukee, Wis. 


Holding magnet or magnetic welding 
clamp is said to have a pull of 2,000 lb. on 
‘in. and l-in. steel plates and is operable 
from 40 or 60-volt direct current. May be 
used in drawing and holding plates levelly 
together for the welding process. By tack: 
ing welds to the plates on each side of the 
magnet the welder is able to obtain align 
ment quickly and with little effort, 
said. 
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